Agenda 

ABC Stormwater Flooding Board 

Tuesday July 10, 2018: 6:00PM Lyon’s Hearing Room - Town Hall, 2 nd Floor 

NOTE: Times are for planning purposes only and will vary depending upon discussion. 

If time becomes short, some topics may be postponed to a later meeting. 


6:00pm Public Comments - 5 min (for information only - not for action] 

6:05pm Administration (5 min] 

a. Approval of prior minutes 

b. Correspondence 

6:10pm Presentation: (30 min] 

Joy Duperault; Director, DCR Flood Hazard Management Program 

Joy will speak about the National Flood Insurance Program (NFIP) including: 

• Basics of the NFIP program 

• NFIP data for the tri-community area 

• CRS data for the tri-community area 

• Discussion about floodplain development & regs/ by-laws 

• On-line flood map products 

• NFIP resources for local officials and citizens 

6:40pm Question and Answer session and topic discussions 

7:00pm Adjourn 

Correspondence Sent/Received Date - none 

Next Formal Meetings - Mark your calendars!! 

9/11/18 Tuesday - Arlington Town Hall, Lyon’s Hearing Room; 2 nd Floor 

11/13/18 Tuesday - Arlington Town Hall, Lyon’s Hearing Room; 2 nd Floor 



